AMENDMENT NO. 2 AUGUST 2015 
TO 
IS 11827 : 2008 AUTOMOTIVE VEHICLES — 
CALIBRATION OF SPEEDOMETER — 
METHOD OF EVALUATION 


(Second Revision) 

(Page 1, clause 1) — Substitute the following for existing clause: 
‘1 SCOPE 
This standard covers the method of evaluation of calibration of speedometer 
fitted on automotive vehicle of L, M and N categories as defined in IS 14272 
and L7 category vehicles as defined in AIS 053:2005.’ 

(Page 1, clause 2) — Substitute following text for existing clause: 
‘2. REFERENCES 
The following standards contain provisions, which through reference in this 
text, constitute provisions of this standard. At the time of publication the 
editions indicated were valid. All standards are subject to revision and parties to 


agreements based on this standard arc encouraged to investigate the possibility 
of applying the most recent editions of the standards indicated below: 


IS No./AIS No. Title 

9211 : 2003 Terms and definitions of weights of road vehicles other than 
2 and 3 wheelers (second revision) 

11422: 2001 Terms and definitions of weights of two wheeled motor 
vehicles (first revision) 

14272 : 2011 Automotive Vehicles — Types — Terminology (first 
revision) 


AIS 053 : 2005 — Automotive vehicles — Types — Terminology’ 


(Page 2, clause 5.3, sentence 2) — Delete. 


Amendment No. 2 to IS 11827 : 2008 

(Page 2, clause 5.5.2.2.1) — Substitute following text for existing clause: 
‘5.5.2.2.1 In the case of vehicles of categories M, N and Quadricycles: 

0 < (Vi-V2) < 0.1V>2 + 6 km/h’ 

(Annex B, Table 2, SI No. 2, col 2) — Substitute following for existing text 
‘ji) Category of vehicle: 

a) For extending the type approval category L2 to L3. 

b) Any category change within L3, 


c) Any category change within M and N, and 
d) Category change from M or N to L5 or L7 or vice-versa.’ 
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